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CENTRAL INTELLIGENCE AGENCY 
Annex 2 


Light Metal Plant in VERKHNAYA SALDA 


Legend: 
A Light Metal Plant, 820x330 feet 
1 Iron-concrete building Not to scale 
a Smelting wioceshiop with gis 
sixlc4ry Surnaces and molds 
b Presumably rolling mill and 
laboratory 
Six electrie annealing or 
smelting furnaces 
2 Dump for airplane scrap 
3 Storage place for alumimm bars 
4, Parking place for packed 
American aluminun-vworking 
machines 
B Construction site of a copper and 
brass rolling mjll 
G PW camp 
D Railroad to Alapayevsk 
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The longitudinal direction of the 
building Al may possibly be not from 
north to south put from cast to west 
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